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ACTION ARA-20 

INFO OCT-OI ISO-00 AID-20 CIAE-00 COME-00 EB-11 FRB-02 

INR-10 NSAE-00 RSC-OI TRSE-00 XMB-07 OPIC-I2 SPC-03 

CIEP-02 LAB-06 SIL-OI OMB-OI SCEM-02 AEC-II SCI-06 

DRC-OI FPC-01 /1I8W 

046937 

R06I555ZNOV 73 
FM AMCONSUL RIO DE JANEIRO 
TO SECSTATE WASHDC 9590 
INFO AMEMBASSY BRASILIA 

UNCLAS RIO DE JANEIRO 4076 

E.O. 11652: N/A 
TAGS: BMEP, BR 

SUBJECT: INQUIRY ON HYDROELECTRIC PROJECT 
REE: STATE 204355 

1. CONGEN BELIEVES WESTINGHOUSE WASHINGTON REP REFERRING 
TO LONG RANGE PROJECTION HYDROELECTRIC POTENTIAL 
AMAZON TRIBUTARIES TOCANTINS, XINGU, AND TAPAJOS RIVERS. 
PRESIDENT MEDICI REFERRED TO THIS POTENTIAL IN SPEECH 
MADE SEVERAL MONTHS AGO. CONGEN DOES NOT REPEAT 

NOT BELIEVE ANY PROJECT ACTUALLY PLANNED TO 
UTILIZE THIS POTENTIAL AT PRESENT SINCE AMAZON AREA 
DOES NOT POSSESS CONSUMPTION CAPACITY AND TRANSMISSION 
TO INDUSTRIAL AND URBAN CENTERS IN SOUTH NOT NOW 
ECONOMICALLY FEASIBLE. 

2. RAD AM REFERS TO MAP PROJECT UPPER AMAZON AND HAS 
NOTHING TO DO WITH HYDROELECTRIC DEVELOPMENT. 

3. CONGEN OEFICERS MEETING WITH ELETROBRAS 
PRESIDENT MARIO BHERING LATER THIS WEEK ON ENERGY 
MATTERS IN GENERAL AT WHICH TIME SUBJECT OF AMAZON 
UNCLASSIFIED 

UNCLASSIFIED 
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HYDROELECTRIC POTENTIAL WILL BE RAISED. WE WILL 
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REPORT FURTHER SHOULD ADDITIONAL INFORMATION THIS 
SUBJECT DEVELOP. 

4. FOR DEPARTMENT'S INFORMATION: WESTINGHOUSE 
WELL REPRESENTED BRAZIL WITH TWO SENIOR VICE- 
PRESIDENTS IN RIO FOLLOWING ENERGY MATTERS. 

MILLER 


UNCLASSIFIED 
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Message Attributes 
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Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 06 NOV 1973 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973RIODE04076 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: RIO DE JANEIRO 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1973/newtext/t19731 152/aaaabmaj.tel 

Line Count: 68 
Locator: TEXT ON-LINE 
Office: ACTION ARA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: 

Previous Classification: n/a 

Previous Handling Restrictions: n/a 

Reference: STATE 204355 

Review Action: RELEASED, APPROVED 

Review Authority: smithrj 

Review Comment: n/a 

Review Content Flags: 

Review Date: 01 FEB 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <01 -Feb-2002 by elbezefj>; APPROVED <28 FEB 2002 by smithrj> 

Review Markings: 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: INQUIRY ON HYDROELECTRIC PROJECT 
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